PIEDMONT  COLLEGE  CHAPEL,  with  seating  for 
900,  holds  a  central  place  on  the  campus  and  in 

the  life  of  the  college.  The  chapel  is  dedicated  to  ° 

the  Glory  of  God  and  in  appreciation  of  James  o 
Ernest  Walter  (President   1949  -)  and  Elizabeth 

Perry  Walter  (Nurse  1949  -)•  ^ 

PIEDMONT  COLLEGE  is  located  at  DEMOREST.  z 

GEORGIA  30535.  i 
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